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of the system which prevailed in the time of the first
Reform Bill, and indeed for many long years after its
introduction. It is well worthy of notice, is indeed
a very interesting fact, that in the speech which
Russell made when moving for leave to bring in the
Bill he spoke for the first time of his own friends and
sympathisers as the Reform party, and he awarded to
his opponents the title of Conservatives.

Lord John Russell, as has been said, merely moved
for leave to bring in the Bill. That is one of the-
parliamentary forms of the House of Commons
which is dispensed with in the House of Lords.
Every Bill in both Houses must have three read-
ings ; but in the House of Lords the first reading is
accorded as a matter of right to the member who
introduces any measure. In the House of Commons,
the first reading is represented by a motion that leave
be given to bring in the Bill; and although that
motion is not much opposed or much debated, still it
can be discussed and can be opposed. The moment
Lord John Russell had closed his speech, the
Opposition flamed out at once. Sir Robert Harry
Inglis was the first man to rise on the part of the
Tory Opposition. Now Sir Robert Harry Inglis was
a curious sort of politician, whose peculiarities
deserve notice all the more because he was the
type and' specimen of a class which is fast disap-
pearing from the civilised countries of the world.
Inglis represented in the House of Commons the
great University of Oxford. He was a man of the
highest personal and political integrity and honour ;
he was a man of education, a man of intellect, an